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I VULCAN HAPPENINGS fc 


| SPEAKER FOR BANKS | 


Pertinent Topics 
Discussed by H.C. 


Miss Barbara Howes has returned 
to Calgary. 


Dollar Day September 29th 


. Miss Margaret Woodward was a 
Calgary visitor for a few days re.-ent- 


Lack of Clues to Identity of Girl Beat¬ 
er and Absence of Motive Makes Task 
Hard for Police 


About thirty members of the Vulcan 
Board of Trade were present at their 
meeting held on Tuesday, August 31st. 

The secretary read a letter received 
from the Calgary Board of Trade ir. 
connection with the local Imanl offet ■ 
ing suggestions for a mass meeting of 
members of the various Boards of 
Trade throughout the province in re¬ 
spect to disclaiming statements that 
have been made by the Social Credit 
government. After some discussion in 
this connection it was moved and sec 
ended that the Vulcan Board of Trade 
approve of mass meetings of Boards- 
of Trade in the province, to be held at 
some convenient location in the neat 
future, at the discretion of the Cal gar j 
Board of Trade. 

A motion was made, 


At a special meet.ng -of the mer¬ 
chants’ section of the Board of Trade, 
held last week, Wednesday, September 
29th was set as the date for the trade 
board’s second annual “Dollar Day.” 
It is expected that support of the busi¬ 
ness houses of town will be as generous 
as that accorded the event last year 
and plans are already under way f*-r 
the obtaining of suitable attractions 
for the entertainment of the crowd;-. 
The Advocate will issue a special “Dol¬ 
lar, DaY” shopping edition on Thurs¬ 
day, Sept. 23rd. 


Mr, Aberhart is the most credulous 
of individuals if he believes some ol 
the things he himself says. Does he- 
really believe that his legislation 
“does not interfere with the present 
business of banking ?” If it did not in¬ 
terfere therq would be no object in 
passing it. Does he really believi 
that “the issue is universally recog¬ 
nized as financial tyranny versus 
democracy?” Even if it were financial 


• • • 

Misses Gladys and Margaret Hanson 
spent the holidays visiting friends in 
Calgary. 


Nothing further has developed in 
the search Vulcan police and citizens 
have been making for the unknown 
youthful assailant who, three times 
this summer, has attacked unescorted 
girls after dark, choking and hitting 
his victims and then running away. 
None of the girls have been able to 
identify the assailant but he isdescrib- 
ed as being about 18 years of age, 
medium build, five feet eight inches 
tall, wears no hat and isusually dress 
ed in a dark suit. 

A thorough knowledge of the town 
and movements of the girls attacked, 
has been shown by the mysterious as 
sailant and police are certain that it 
is some local youth. The generality ol 
the description and lack of positive 
clues have made apprehending of the 
miscreant difficult'but police are con¬ 
stantly on the lookout for such a man. 
and citizens have been asked to co 
operate to the fullest extent. Then 
have been no witnesses to any of the 
assaults. 

Stricter enforcement of' the curfew 
by-law, keeping all juveniles tff tht 
streets after 8:30 p.m., has been un¬ 
dertaken by the police and girls and 
young women have been warned tc 
keep off the streets at night unless es¬ 
corted. 


Miss Alice Watson has left for Cal¬ 
gary where she will attend the Normal 
school. - -i 


Mr. and Mrs. D. Bell and Jack Price 
were Lethbridge visitors over the week 
end. 


Miss Ve|va Kyle has returned to St. 
Hilda’s College, in Calgary, where she 
will resume her studies. 


Developments Awaited 
In School Board Case 


VERNON KNOWLES 

Who is speaking for -the -chartered 
banks of Canada in a series of non- 
political broadcasts over a province¬ 
wide network of Alberta stations. The 
talks are designed to be informative 
and will present facts about the func¬ 
tions and operations of Canadian 
banks. The addresses go on the air 
Tuesday evenings from 10.15 to 10.30 
and on Wednesdays in the daytime. 


and carried, 
that the Vulcan Board of Trade go orT 
record as heartily approving the act 
of the Dominion Government in dis¬ 
allowing the three acts passed by the 
Provincial Legislature of Alberta at 
its last session, and that the Prime 
Minister of the Dominion be sent a 
copy of the resolution. 

Mr. J. Dobbs advised the member- 
of a meeting that had -been held with 
the Superintendent of the Lethbridg. 
Division of the C.P.R. regarding the 
making of a park at the C.P.R. station 


Miss~ Grace Hart, of Red Deer, 
the guest of her sister, Mrs. Ge 
McMann, recently. 


School Board is Firm in Refusing to 
Recognize Contract with C. J. Enright 
A.T.A. Expected to Act 


We cannot believe that anyone who 
knows anything about the constitution 
of Canada would have any doubt that 
the acts were in contravention of the 
B.N.A. Act. That is the reason why' 
we are convinced that they were pass¬ 
ed so that the federal government 
would disallow them ‘and thus allow 
Mr. Aberhart and his followers to 
charge their failure to instal “social 
'credit dynamics” up to the federal 
government and its domination bj 
“money barons.” We are not sure 
that Mr. King himself would hesitate 
to play the same sort of politic: 
against his opponents for he was al 
ways fairly skillful at the game. Wt 
are sure that in this case, he did the 
proper thing and did it because it was 
inescapable, but if Mr. Bennett or Mr 
Melghen had done it we are not wort 
that Mr. King would have refrained 
from suggesting the domination of St. 
James St. 

t-t-t 

From what was bound to be hope¬ 
less defeat, Mr. Aberhart has snatched 
some sort of victory. Even if the acts 
had not been disallowed, he never 
would or could carry out his dividend 
promises, but he has succeeded in mak¬ 
ing many of his followers believe ht 
would and could have done it were ii 
not for federal intervention. The pas¬ 
sing of the three bills was a rear¬ 
guard action to cover a retreat frpm 
ground that had become untenable. 

t-t-t 

A Japanese lawyer visiting Canada 
thinks France, Britain and the United 
States are making a mistake in theii 
eastern diplomacy. He says the 
Chinese soldiers are really bandits led 
by “gangster generals” and that it 
would be all to the good for everybody 
should Japan clean up there. Not be¬ 
ing so pushful and ambitious, a vic¬ 
torious China would not be so great » 
menace to the peace of the world as a 
victorious Japan. 


Miss Hope Crocket has returned t 
her hohie in Calgary, after a week er.. 
spent with friends here. 


With the local school board standing 
firm in their refusal to recognize the 
contract held by C. J. Enright, Grade 
9 teacher last term, Mr. Enright has 
handed 


Mrs. R. R. Martin left on Tuesday 
evening for Vancouver, where she wilt 
spend a couple of weeks. 


case over to Alberta 
Teachers’ Alliance anef-the next move 
is expected to be made by them. Mr. 
Enright was dismissed by the school 
board last June on the grounds that his 
services were unsatisfactory, and, 
when he appealed to the board of ref- 
erente, his contract was held valid and 
he was ordered r 


St. Aldhelm’s Ladies’ Guild will hold 
their annual church supper on Satur¬ 
day, October 9th. Further particulars 
will be announced later.. * 

• • • 

M jss Lorraine Benson and M’sa Ha({- 
na both of Lomond, are attending Vul¬ 
can high school this term. Miss Benson 
is residing at, the home^f Airs. L. 
Leighton. 

• • • 

—Born to Mr and Mrs r B. Peterson 
of Milo, on Sept. 3rd at the Holy Cros.- 
Hospital, Calgary, a son. Mrs. lvtei- 
son was formerly Miss Lillian l’orte. 
of Calgary. 


KIRKCALDY 


a start in this cortnection. The drive¬ 
way would also be levelled and anothei 
approach put in. A committee was ap¬ 
pointed to See that this matter receiv¬ 
ed immediate attention. 

The matter of holding another Dol¬ 
lar Day in Vulcan was discussed an<: 
this was left in the hands'of the Retail 
Merchants’ s e ction to maket na neces~ 
-ary arrangements. - ' 

The question of a demonstration 
farm for this district was brought up 
and it was moved and carried that th. 
Board of"Trade approach the Domin¬ 
ion Government with a view to their 
establishing a Demonstration Farm oi 
plot, in this district. 


-instated by the min¬ 
ister of education, on the recommenda¬ 
tion of Judge A. M. McDonald. 

Although the Advocate has been un¬ 
able to secure a statement from the 
school board, individual members of 
the board have intimated that they 
firml y hcliovp (Viaro w as sufficient rea- 
son for- Mr. Enright’s dismissal and 
the board as a whole is adamant in its 
refusal to recognize the contract held 
by Mr. Enright. It is thought that the 
hoard will, if necessary, fight the case 


Mr. and Mrs. Jim Aitken motored to 
High River on Sunday. 

Miss Margaret Gardiner returned on 
Tuesday from her holiday 


Vulcan Women's Institute 
Hear Talk by Miss McLeod 


r s spent at 
summer-school and the coast. School 
started on Wednesday morning with 
Miss Gardiner as teacher for the~cofrr*- 
ing term. ^ 

Mr. Lome Maisey left last week for 
High River where he will be employ¬ 
ed in the Alberta I’ool Elevator at that 


The Vulcan Women’s Institute helc 
their regular meeting at the home ol 
Mrs. R. J. Monds recently. Mrs. G. 
Alonkman presided. 

After the usual opening exercise: 
other business was suspended while 
the members present listened to a very 
interesting and instructive talk giver, 
by Miss McLeod, superintendent of the 
Vulcan Municipal Hospital, on “Ai 
ordinary day’s routine in our hospita 
for nurses, staff and patients.” 

The secretary gave a report of the 
constituency conference held at Lo 
mond in July. 

The treasurer reported a substantial 
balance after all bills had been paid. 

Arrangements were made for t'm 
next meeting, which will take the for:: 
of a social afternoon with the neigh 
boring institutes with the grandmoth 
ers as guests. Eight members and one 
visitor were present at the meeting. 

After the business meeting was ad¬ 
journed, those present sat down to i 
very dainty lunch served by the joint 
hostesses, Mrs.^Martin and Mrs. R. J. 
Monds. 

Mrs. Frank Clark was the winner of 


Vulcan citizens subscribed .‘'>2” 50 in 
aid of the work of the Navy League 
of Canada last Thursday when Fred 
Cooke, organizing secretary of ’Fe Al¬ 
berta division, conducted a campaign 


in court. 


Miss Benedict arrived on Tuesday 
from Hanna and has taken up her du¬ 
ties as teacher of the Auburii school. 
Miss Fblith Boose, 


People s League 
- Bigger Than S.(' 


who has been 
visiting with her parents for the past 
few weeks, returned to Turner Valley 
over the week end. 

Mr. Harry Biggar and his brother 
•left on Monday for their homes at Lis¬ 
bon, Ill., after completing farming in¬ 
terests in this district. _ 

Mrs. Clements is visiting in Calgary 
at the home of her mother, Mrs. Hag- 
erman. 


Public School Students 
Receive Medal Awards 


Travel bargains to the Pacific Coast 
and Eastern Canada are being offered 
by the C.P.R. The cent-a-mile rate to 
Eastern Canada is in effect from Sep:. 
18th to Oct. 2nd. JifuEtiAftE: particuais 
can be obtained from C.D. Holder, tick 
eT agent at Vulcan. 


Recent Survey Shows Paid' Up Mem¬ 
bership of Opposition Exceeds That of. 
Social Credit 


To the students in the various- 
grades at public school who put forth 
their greatest efforts and 'applied 
themselves diligently to their work, P. 
B. Discher, local jeweller, has present¬ 
ed medals so that their efforts will not 
go unrewarded. Mr. Diseller’s lettei 
is printed -below: 

Vulcan, ugust 30, 1937 
Mr. W. L. Irvine. 

Vulcan, Alberta. 

Dear Sir: 


A summary of Social ( redit 
strength and opposition numbers in 
Financial 


.a, as given 
indicates an increasing growth 


in the People’s League. 

Among the people in Alberta who do 
not want, an election are Premier Ab¬ 
erhart, every one of his ministers, an.l 
all the Social Credit private members 
of the Legislature. But the conviction 
that Alberta is heading for an election 
campaign is held so widely that any 
street corner conversation, if over¬ 
heard, would likely be found, to be a 
discussion of the probable vot ng date. 

So persistent afe rumors of an elec¬ 
tion in Qctfiber or’November, one won¬ 
ders Ha hni'tsriias Aot been dropped to 
Social Credit workers to be prepared. 


Mr. and Mrs. Winter Speers are re¬ 
ceiving congratulations on the birth of 


a daughter on September 4th. 


1 take a great deal of pleasur; 
in presenting, through yqu, eight 
medals for pupils in the Vulcan 
School. 

Having mayself, while at schocl, 
ngyer stood first in anything, al¬ 
though 1 always tried; I have al¬ 
ways had a great deal of sym¬ 
pathy and admiration for the j»u- 
pils who, although possibly not at 
the head of the class, put forward 
their best effort anyway. 

These little medals are a small 
appreciation from me to those 
pupils in the Vulcan school and 
the Snly thanks I expect is the 


William Engen, son of Mr. and Mrs. 
Arthur Engen,, is convalescing after 
a recent operation. 

Friends of Harry Wesmer will be 
glad to learn that his condition is very 
satisfactory. 

P'riends of Bruce McKay will be 
glad to know that his broken leg is 
mending nicely. 

It would be greatly appreciated by 
everyone, if passers-by would desist 
from throwing refuse on the side of 
the road near the hospital. The town 
can only remove 5uch.1-efu.se once 01 


Right Reverand Charles Hamptc-i 
of Los Angeles,- Bishop of the Ldieial 
Catholic Church, was a visitor at. tit; 
home of Mr. and Mrs. Robert Todd, re¬ 
cently. The Bishop is on his way to- 
Minneapolis after conducting a most 
successful series of lectures and radio 
broadcasts in Calgary during th? past 
week. 


the tea prize. 


(Continued on Page 3) 


WEDDINGS 


In The Days Of 

Auld Lang Syne 


McCullough _ mcfarland 

A wedding of interest here took 
place recently in New 1’ork, Washing¬ 
ton, when Ruth Marguerite McF'arland 
of Vulcan, and George McCullough of 
Nelson, B.C., were united in marriage. 

will make theii 


TEN YEARS AGO 
Friday, September 9, 1927 
Approximately 20 inches of rain was 
the total for the growing season to 
date that year and a bumper crop was 
the result. 


A rehearsal theatre is being built by 
the Vulcan Co-Operative for the use 
of the Vulcan Junior Dramatic Society 
and funds to pay for the building a>e 
being raised in various ways. Thi so¬ 
ciety recently raffled off a cushion, the 
winner being Geo. Kay of the New 
Club Cafe. The draw was made at the 


The People’s League, a year-old, 
non-partisan organization, reports 
55,000 paid-tfpmembers. That exceeds 
the'total the’tiocial Credit party, with 
all its propamnda and preaching, has 
been able to sWn up iri three years. 

. Still another^actor—this year’s a ;- 
sault «»v-the haXks-is fairly gener¬ 
ally agreed" to have been a dud for 
rousing rural ent\usiaspi, J compared 
with the high excitement for Aber¬ 
hart that existed last year when h-.s 
debt reduction measure went through. 
The banks ma^’-saffer unpopularity in 
Alberta, and a politician may find 
many hearers as he attacks them, but 
the proposition that the banks can be 
made to hand out the funds to financ 
Social Credit is straining public cred¬ 
ulity too far. 

In any estimate of political /orce: 
in Alberta, Social Credit must still 1« 
The party socre 


The young couple 
home in Nelson. 


twice a year, 50 rubbish must simply 


pleasure they may have in recc-v 


HANSON — McNARY 


accumulate, and is n 
especially in this zone. 


The first delivery of wheat to Vulcan 


ing them, that I had in giving. 

Very truly, 

—P. B. DISCHER 
The medajs were presented to th- 
following pupils: Grade I, Mirian 
Ekes; Grade 2, Henry Benoit; Gradt 
3, Marjorie Mclver; Grade .4,-Louis- 
Bateman; .Grade 5, Lois Graham 
Grade 6, Viola Ixixton; Grade 7, F'ranl 
Hoskyn; GrAie 8, Elizabeth Gonyea. 


• A pretty wedding was solemnized 
at the home of Rev 
Calgary, recently wl 


that year was made to the P. & H. 
elevator by Carl Dole. 

Miss Soderman of Red Deer was a 
new member of the teaching staff. 

E. G. McLean was named manager 
of the Wheat P00P elevator, formerly 
the Terwilliger. 

Harvesting was delayed by rainfall 
totalling over an inch on Wednesday of 
that week. 

Len Davis and his Arcadians re¬ 
turned to spend the winter season at 
Vulcan after filling a summer engage¬ 
ment at Gull Lake. 


G. H. Peacock, 
rhen he united Sal 
ly Elizabeth, daughter of Mr. and Mrs. 
Seth A. McNary of Hartell, and Mr. 
Vernon Eugene Hanson, son of Mr. 
and Mrs. Louis Hanson 5f Black Dia¬ 
mond. 

The bride was lovely in a three-quar¬ 
ter length suit of white and navy blu" 
sharkskin and she carried a large bou 
quet of roses. 

Mr. Peter McNary, brother of th- 
bride, attended the bridegroom, and 
\lrs. Flunice McNary was the matroi 
of honor,. The only other witnesse 
were the parents of the bride and 
bridegroom and Miss Jean Saunders. 

After a honeymoon in Banff, Mi 
ind Mrs. Vernon Eugene Hanson will 
take up residence in Hartell. 


Church Notes 


OBITUARY 


Anglican Church 

Sunday school reassembles 
12th in the church hall of St. , 
commencing at 12.15. The 1 


- Robert Adams 

F'uneral services for Robert Adams, 
11-year-old son of Mr. and Mrs. W. E. 
Adams of 1710 F'ifth Street West. Cal¬ 
gary, were held last week at the Little 
Chapel on the Corner, Jacques funeral* 
home, Calgary. Rev. Alfred Bright of¬ 
ficiated and interment was. fhade in 
Burnsland cemetery..- 


primary 

class continues with lessons on exam¬ 
ples of the exhibition of "The FatheUs 
Love.” The senior class has a new 
“The Christian’s Loyalty to 


course on 1 
His Ideals. 

Church'services are as usual for the 
second Sunday in the month: II a.111. 
Holy Communion; 7:30 Fjvening; and 
Eastway school house sen4^| at ■< p.m. 

Reid Hill Church 

Sunday school convenes at It a.,n. 
followed by church worship. The ser 
mon for next Sunday, Sept. 12th, is 
entitled “Possibilities of the Christian 
Life,” by Rev. E. E. Baeklund. A cor¬ 
dial invitation is extended to all. "An 
observed Sunday means an exalted em¬ 
pire.” 


With harvesting operations in th' 
east part of the .district rapidly draw¬ 
ing to a close and threshing gettin: 
under way in other parts of the ter 
itory, it is estimated that harvestin, 
in this district is about half complete 
and should lie finished about the en< 
of the mortth. Although yields ar 
varying greatly, the former estimat' 
of eight bushels per acre for the di* 
trict will be about right. Bigger deliv¬ 
eries of grain are expected this month 
to date only 32,000 bushels havin' 
been shipped from Vulcan and 40,(HM 
bushels from Kirkcaldy. 


FIFTEEN YEARS AGO 


. "Whereas society* has become so 
complex that the .farmers cannot get 
efficient returns through action only 
by their ojvn organization; therefor? 
fh conjunction with Labor and C.C.F. 
be it resolved that we favor working 
Huh*, with the aim of joint political 
organization." This resolution was 
passed at the recent annual U.F,A. 
convention for Wainwright constit¬ 
uency, writes F'red Ford secretary. 


reckoned powerful, 
tary, claimed recently to have 59,(810 
paid members. I#st winter, the annual 
convention heard the total was 33.0<Mi 
There is some ground for belief that 
many memberships have become inac¬ 
tive. 

In many details, the picture is still 
obscure in Alberta in regard to rppo 
sition formations likely to battle th ■ 
Government in the next election. 


Schools re-opened at Vulcan or. 
Tuesday with a staff of seven teacher? 
and an enrtllment of 209 pupils. 

Constable Craig of the Provincial 
Police was placed in charge of the dc 
tachment at Vulcan. , 

P. B. Discher purchased H. C 
Jacques’ jewelry business. 

The Winnipeg Free Press estimated 
the Alberta crop that year as total 
ling 168,648,800 bushels. 


Many a savings account has beer 
'ransferred from the Crows’ Nest Pasr 
banks to B.C. banks during the past 
two weeks. Like the premier’s money 
it’s taking no chance here.—Blainnorf 
Enterprise. 
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MORE OF 


THE FACTS 


ABOUT 


Banking in Canada 

Will Be Told to You By 

Canada's Chartered Banks 

In Another 15-Minute Broadcast 

^-HJfcSDAY EVENING,. SEPT. 14 
10:15 to 10:30 

With a re-broadcast of this address - 
WEDNESDAY MIDDAY, SEPT. 15 
1:15 to 1:30 

- Over Stations - 


CFCN 1030 kilocycles 

CJCJ 690 kilocycles 

CFAC 930 kilocycles 

CJOC 950 kilocycles 

CJCA 730 kilocycles 

CFRN 960 kilocycles 

-LISTEN TNI- 


Windfall for Gov’t 
So Drop Sales Tax 


Inheritance Tax of Pat Burns Estate, 
Permits Cancellation of Sales Tax 


The real reason Alberta abandoned 
the sales tax-was very different from 
that given by Premier Aberhait and 
Provincial Treasurer Solon Low. They 
said that abolition of the tax as of 
Sept. 1 was a step in putting Social 
Credit in force; that the money to fin¬ 
ance the experiment would come from 
the banks. 

Actually, Alberta was able to drop 
the sales tax, whicnliadproven widely 
unpopular over the whole of the prov¬ 
ince, because of an ufiexpected wind¬ 
fall in the shape of succession duties 
from the estate of Hon. Patrick Burns, 
Calgary rancher, packing magnate and 
•senator. 

Inheritance taxes paid Alberts by 
the Bums estaterfotalled, The Financ¬ 
ial Post learns from inside sources at 
the legislative buildings, between 
$900,000 and $1 million, solving the 
province’s immediately pressing finan¬ 
cial problems.—Financial Post. 


ITEMS OF INTEREST 


The wi fe of the proprietor. J>f the 
“George and Dragon” had eloped. 
“What be ’een goin’ to do, Garge, now 
the missus have left ’ee?” asked one 
of his friends. “Nowt,” replied the 
publican. “I be just goin’ to change 
t’old sign to ‘The George’.” 

General Franco and Premier Musso 
lini exchanged felicitations on the cap 
ture of Santander by the Fascist for 
ces—a capture which cost Italian 
troops 341 men killed and 1,676 wound¬ 
ed. The “intimate fraternity of our 
arms,” said Mussolini, “is a guaran¬ 
tee of the final victory which will lib 
erate Spain and the Mediterranean 
from every threat to our common civ¬ 
ilization.” 

G.F.A.C., the Calgary Herald sta¬ 
tion will advance this month to one of 
the foremost stations in the Canadian 
Broadcasting Corpoiation, when the 
present 100 watt power is raised to 
HUM) watts. The new 1000 watt sta¬ 
tion is four miles east of the Calgary 
limits and will be completed within a 
few days, and will provide a greatly 
improved service in the various lines 
of broadcasting. 


pfiimme 


/ 


FINE printing is our 
business and we take 
pride in the quality of 
the work we do. All 
your printing require¬ 
ments can be supplied 
in Vulcan by us at the 
lowest possible prices. 
Just phone .36 and our 
representative will call. 

Letterheads, Envel¬ 
opes, Ledger Sheets, 
Statements, Sale Bills, 
Noteheads, Wedding 
Stationery, Posters and 
Dodgers, Cheques, etc. 
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ONLY ONE ISSUE 


Those who are opponents of the Social Credit govern¬ 
ment in Alberta, have only themselves to blame if they do 
not succeed in over-throwing that government, whether an 
election be called this fall or later. Outside of propagand¬ 
ists, there are none but/vill admit, that the combined 
strength of the Aberhart opposition is stronger than Social 
Credit. But unless mobilized, the fanaticism of the present 
regime will continue. 

The shortsightedness of political "groups” is the des¬ 
pair of those who know that strength lies only in union. 
Doubtless there are many superficial differences amongst 
these groups. Each one has some pet remedy for steadying 
the ship of state or improving the lot of some section of 
the people. But far transcending these differefitas in im¬ 
portance is the great necessity, of getting together and 
making a new start. All minor theories for recovery, all 
petty considerations of power, tradition and prestige, 
should be thrown into the discard, temporarily at least, in a 
solid union of anti Social Credit vote. 

One hears many harsh comments from allegedly intelli¬ 
gent people on who should be allowed to vote. But these 
same men are not above sparring for advantage, even in 
face of the crisis in.the province. 

Great publicity is given to statements that Alberta is 
ninety per cent, behind the government, and such state 
rnents are spread far and wide, to the perplexity of people 
outside the province. Alberta people know this is not true 
but what are they offering in refutation? A confused voice 
of Conservatives, Liberals, U.F.A., C.C.F., Labor and what 
have you. 

If opponents of Social Credit have not the wits to realize 
that there is only one immediate issue in the province, they 
deserve to be thoroughly beaten at the next election. And 
they will be if they do not get together. 


kiiowp, but as yet there seems to be no direct appeal to any 
of the fortunate communities to give of their abundance. 
Scattered effort ie neither as efficient nor as thorough, as 
centralized authority. 

This is surely a vital phase of Alberta welfare. One 
might suggest that it should be handled by members of the 
legislature. Each member is, or should be, closely in touch 
with the needs of his riding, or with the surplus assets of 
Ids riding. It should be an easy matter to get accurate in¬ 
formation on what is required and what can be provided 
within the boundaries of the province. 

Vegetables could be assembled at. central points—and 
there are few who would not be glad to contribute—and 
these <;ould be forwarded to districts requiring them. Under 
capable administration there need be no overlapping, no 
confusion of distribution. The railroads would doubtless be 
ready to co-operate under reasonable terms. 

There would be no financial reward in such an undertak¬ 
ing, but since it intimately concerns the welfare of the peo¬ 
ple, it is a service for which members of the legislature are 
elected. It would moreOver be a gesture of thanksgiving on 
the part of the districts of Alberta which have been abund¬ 
antly blessed, and an expression of brotherhood which they'] 
are eager to extend. The only expense entailed would be 
che transportation, and to as great an extent as possible 
it should be kept outside of the cold, impersonal considera¬ 
tions of formal relief. 

For the government to overlook this opportunity to en¬ 
courage sharing amongst the people of Alberta, would be z 
great mistake. There are voluntary gifts available, which 
should relieve pressure on relief agencies, and establish a 
better spirit amongst people of the province. 


LICENSE EVERYTHING 


SHARING PRODUCTS OF THE EARTH 


At this time of year when gardens of this district are ma¬ 
turing so graciously, the mind turns to other parts of the 
province where people are without crops or vegetables or 
any growing thing. Newspapers report the activity of 
churches in appealing for assistance for drought areas. For 
years now the churches have been a most benevolent force 
in collecting from those who have, to distribute among3t 
those who have not. Ontario^ British Columbia and other 
provinces have shared generously under the impulse and 
management of the church, in sending food and clothing to 
Saskatchewan and parts of Alberta. 

This province shows a wide variation jn garden resources. 
To the eastward, gardens have been stripped by drought, 
grasshoppers and other plagues. But in a large part of the 
province, vegetable growth is abundant, perhaps exceeding 
normal retirements. It is a good opportunity for Albertanr 
to look after their own, by sending the surplus from one 
urea to tfie needy people of another area. 

Just what agencies'are active in such a project is not 


When Mrs. Gostick declared dramatically at High River 
that she favored the licensing of the press, she merely ex¬ 
pressed the recommendation of Alberta’s dictator, Majo* 
Douglas. According to the Social Credit organ “The New 
Age,” the Major has cabled to the Alberta Government the 
“recommendation” that it next proceed to regulate the 
press. 

Mrs. Gostick’s assumption that all newspapers not sup¬ 
porting Social Credit, must be the tool of financial inter¬ 
ests, is too ridiculous to be considered seriously even by 
the most credulous, though it may serve as an argument for 
government oppression. As the New Age blandly puts it 
“There is no reason why tfie government should 
allow newspapers to behave with the same freedom 
as to methods of influencing opinion as they have behaved 
in the past. In fact, those newspapers, insofar as they 
speak to the citizens of Alberta, on behalf of sectional in¬ 
terests in Alberta should voluntarily rally to the support 
of the Albertan government.” 

And when this is achieved, when all the newspapers fall 
on their faces and cry with one voice, the glory and omni¬ 
potence of the Aberhart government, will the country be 
completely purged of any dissenting element. 

There will still be freedom of speech to be suppressed. 
1’he pulpits, the schools, the radio, the street comer conver¬ 
sation must be whipped into line. Spies must be stationed 
everywhere, to expose and punish any word or opinion lack¬ 
ing in the required warmth of,adulation. No more can com¬ 
munities meet in the carefree spontaneity of the past. 
Everywhere will be spies, and a period of terror and dis¬ 
trust can be'created, such as no Anglo-Saxon people have 
ever conceived. 

Make no mistake. The licensing of the press is only one 
step. If no printed word is permitted, derogatory to or criti 
cal of thejjovemment, what reason is there to believe that 
the spoken word, will remain free? 

Alberta people who approve or condone the licensing 
of the press to enforce “unanimity,” whether they be sup¬ 
porters or opponents of Social Credit are parties to the be¬ 
trayal of their own freedom. They are upholding fascism 
and fascist methods, and they know it. 


Chant Withdraws 
Wight to Resign 


Former Minister Agriculture Will Go 
Independent; Hans Wight Has 
Calgary Job 


Hon. W. N. Chant, former minister 
of agriculture, will sit in the legisla¬ 
tive house as an independent. Hans 
Wight, M.L.A. for Lethbridge, has ac¬ 
cepted a position as engineer in a Cal¬ 
gary departmental store and will 
move to that city to take i^> perman¬ 
ent residence. This will interfere with 
his service as representative of Leth¬ 
bridge in Edmonton. 

Mr. Chant’s reason for removing his 
support from government, are given in 
a statement. Extracts from this state¬ 
ment are: 

“On the eve of the session, I as well 
as other members, was asked to sign 
a pledge', the effect of which would be 
to debar me from criticism of the 
government, and compel me to sup¬ 
port legislation introduced by it, of 
the nature of which I was not at the 
time cognizant. 

Refuses. Siign Pledge 

“I refused to subscribe to such a 
pledge as it would naturally have re¬ 
sulted in my being unable to express 
my views if they happened not be in 
accctrd with those of the government. 
Responsible public opinion recognizes 
that the signing of such a pledge if 
unprecedented in BritisTT parliamen 
tary government as we know it. Ir 
consequence of my refusal, I was in¬ 
formed by Mr. Floyd Baker, the secre¬ 
tary of the Social Credit board, that I 
was 'debarred from the caucus of gov- 
ernmet members, and thus deprived of 
any part in the formation of the poli¬ 
cies of the government and the method 
by which it proposed to further them. 

“I opposed in the house the amend¬ 
ment to the judicature act, which de¬ 
prives a citizen of the right to ques¬ 
tion the constitutionality of any act 
passed by the legislature. Hitherto, it 
has been the proud boast of every 
British citizen, that no matter how- 
humble he may be, he has unrestricted 
access to the courts. Such legislation 
not only cannot be said to be democra¬ 
tic but is of a type similar to that 


found only in countries where dictator¬ 
ship reigns supreme and the individ¬ 
ual citizen is denied any part in the 
government of his country. 

“I am conscious that the recent ac¬ 
tions of the government and its legisla¬ 
tion are not in accord, but in direct 
conflict with those of the other eight 
provinces of Canada, and that the 
continuation of such policies in the 
reckless and ill-considered manner 
pursued by this government must in¬ 
evitably lead to the'disruption of con¬ 
federation. 

“I feel that the present actions of 
the government are not those of a 
democratic one appealing to the reason 
and gobd sense of the people hut on 
the other hand, constitute an incite¬ 
ment to the adoption of autocratic 
methods for the purpose of imposing 
its views upon those who do not agree 
with it. This is reflected in the words 
of the chairman of the Social Credit! 
board, who is credited with saying 1 
that everyone should ‘co-operate or 
get out of the province’. This is not at 
least a happy description of those 
popular wofds ‘to co-operate’. 

“We have no longer representative 
government in this province as the 
actions of the government and legisla¬ 
tion it enacts are dictated by individ¬ 
uals from Great Britain who have not 
shown that they hold the confidence of 
any appreciable number of their own 
fellow-countrymen and have not been 
elected by or are in any way respon¬ 
sible to, the citizens of our province. 

“Having lost all confidence in Jhe 
premier personally and the govermem 
generally by reason of their inability 
and neglect to alleviate the conditions 
existing in the province, I now feel 
that in respect of any actions of the 
government, or any legislation intro¬ 
duced by it, 1, as a member of a legis¬ 
lature in a British country, must be 
free to criticize where criticism is jus¬ 
tified. For these reasons I have come 
to the conclusion that I can no longer 
support the government and must take 
up the position, with the freedom 
which goes with it, of an independent 
member.” 


General Motors will reopen their 
factory at Regina on November 15, 
employing 400 men. 


17 Well§/Nearing 
Production Stage 


Nine wells which should be com¬ 
pleted in September are: Mercury 8. 
Davies Pete 2, Brown 1, Share Royal 
ties, Cranville, Brown 2, Prairie Roy¬ 
alties, Model-Spooner-Reward, and 
National Petroleum 2. 

In October an addition eight wells 
will be completed in the Valley crude 
area in the following order—Commoil, 
Royal Crest, Four Star, South End 
Pete, Mercury Royalties, Three Point, 
Richland 2, and Firestone Pete. 

Drilling Log—Production 
Recent figures on drilling and pro¬ 
duction in' the valley are as follows 
Wells in Lime 

Mercury 8, drilling, 5,580 feet. ' 
Brown 1, cementing casing, 6,370 ft. 

Wells On |Top ®f Lime 
Brown 2, drilling, 6.500 feet. 

Wells Below 5,000 Feet 
Firestone, drilling 5,313. 

Four Star, drilling, 5,869 feet. 
Granville, drilling, 6,666 feet. 
Commoil, drilling, 6,600 feet. 
Mercury Royalties, fishing, 5,121 
feet. 

Model-Spooner-Reward, drilling, 
6,160 feet. 

National Pete. 1, drilling, 6,195 feet. 
Prairie, drilling, 6,360 feet. 

-Richland 2, casing, 5,260 feet. 

Royal Crest, drilling, 6,000 feet. 
Share, drilling, 6,450 feet. 

Three Point, drilling, 6560 feet. 

Wells 4,000-5,000 Feet 
Home, drilling, 4,630 feet. 

Roy. Ster. Pac. 6, drilling, 4,560 
feet. 

Sunset, drilling, 4,066 feet. 

West Crest, idle, 4,300 feat. 

Wee* Flank 1, drilling, 4,286 feet. 

Wells 3,000-4,000 Feet 
Brown 3, drilling, 8,710 feet. 

Davies 1, drilling, 3,603 feet. 
National Pete 2, waiting, 3,005 feet. 
Phillips Pete., drilling, 3,975 feet. 
Richland 1, drilling, 3,110 feet. 
Royal Canadian, drilling, 3,579 feet. 

Wells Above 3.000 Feet 
Command, waiting, 810 feet. 

Globe, drilling, 1,940 feet. 

Okalta, drilling, 1,062 feet. 
Rich-Well drilling, 1,760 feet. 


Spy Hill, drilling, 2,860 feet. 
Sunburst, waiting, 2,610 feet. 
Vulcan-Brown, drilling, 2,278 feet. 
West Flank 2, drilling, 2,979 feet. 
West Flank 3, drilling, 1,303 feet. 
West Turner, drilling, 786 feet. 
Crude Producers 

Royl. Sterling 4—Approx. 1,300 
bbls. daily. ,, 

Ryl. Sterling 5—Approx. ‘1,300 
bbls. daily. 

Turner Valley Royalties—Approx. 
1,000 bbls. daily. 

B. and B. —Approximately 900 bbls. 
daily. 

Foundation — Approximately 600 
bbls. daily. 

Monarch—Approximately 750 bbls. 
daily. 

Richland 3—Approximately 600 

bbls. daily. 

Royl. Sterling 3—Approximately 250 
bbls. daily. 

Westside—Approximately 600‘ bbls. 
daily. 

Century—Approximately 300 bbls. 


Valley Oilfield 
Gold Mine for Gov’t 


A daily revenue of from $2000 to 
$2400 pours in to the government cof¬ 
fers from present Turner Valley pro¬ 
duction. With the productive power of 
the field steadily increasing, Turner 
Valley is a veritable gold mine for the 
government. The ten per cent, royal¬ 
ty rolls in steadily, and what measure 
of return does the government give to 
Turner Valley? The busy oil area 
cannot even obtain a southern all- 
weather exit from the field. Congested 
traffic must travel one all-weather 
road only, and all appeals for ade¬ 
quate traffic previsions are made in 
vain. The brief effort at grading the 
road west of Longyiew into the Valley 
was halted midway without comple¬ 
tion. Yet the cars and trucks which 
travel the road from Longview to the 
highway are 20 to 1 compared with 
traffic on some of the well-gravelled 
roads in the northern part of the 
province. 

No area in the province similar in 
size to Turner Valley contributes any¬ 
thing approaching three quarters of 
a million dollars annual revenue. Yet 
the field is steadily and firmly denied 
a road that would cost only a few 
thousand dollars. The injustice of the 
treatment is startling in view of the 
toll collected on production. 


A. W. KELLY 

Funeral Director and Embalmer 
Motor Hearse and Modem Equipment 

HIGH RIVER 

Day Phone 170—Night Phone 149 
VULCAN 
W. DYCE ALLAN 

Phone 7 •••••• Day or Nigh 

Prompt service in Vulcan and district 
will be given in response to calls 
made to any of these numbers. 


Herbert J. Mabei 

SOLICITOR. BARRISTER AND 
NOTARY PUBLIC 
Vulcan Street - Vulcan 
Office Phone 45 House Phone 


L. H. Stack, K. C. 

BARRISTER, SOLICITOR, NOTAR 
IMPERIAL HOTEL BLOCK 
Pbo—■ Business. 39; Residence, i 
VULCAN, ALBERTA 


Ballachey, Burnet & Heseltme 

Barristers and Solicitor* 

Office at High River 
— and — 

801 Lancaster Bldg. Calgary, Alberta. 


G. M. Carson, M. D. 


Office Phone 44 


Res. Phone 


Physician and Surgeon 
Carson Block Vulcan, A1 


Dr. David Nicol 

Dental Surgeon 

Office in the Carson Building 
Appointments may be made for at 
day except Friday. 
Residence Phone 143-Vulcan, Alt 


Canadian Legion 

b. e. s. L. 

Vulcan Branch, No. 21 

Complete Club Facilities 
Visiting members cordially welcam 


P. B. DISCHER 

Vulcan Jeweller 

Watches and Jewellery Properly 
Repaired 

Issuer of Marriage Liceni 
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SELECT ONE MAGAZINE 


THE VULCAN ADVOCATE, Vulcan, Alberta THURSDAY, SEPTEMBER 9, 19.17 


Page Three 


Pertinent Topics 

(By H. C.) 


Stop Interference 
Press, Courts, Banks 


(Continued from Front Page) 

|n announcing his intention to con¬ 
tinue thle leadership of the Conserva¬ 
tive party, Mr.' Bennett spoke a few 
words about some members \yho were 
critical of his course as leader. There 
were and always will be such follow¬ 
ers in any political party no mattei 
who the leader is. Mr. Bennett himseli 
was fairly independent and undisci¬ 
plined when someone else wSs leader. 
t-t-T 

Hop. Mr. Maynard who is expected 
to succeed Mr. Hugill as Attorney 
General told a gathering at Lacombe 
that “no court has the right to inter¬ 
pret any law in distinct defiance of the 
divine law of God.” He is entirely 
wrong. Any judge has the right and 
the duty to interpret the law as it is, 
even if he thought it was in defiance 
Of the divine law of God. It is none ol 
his business if the law is in defiance 
of the divine law of God. That is the 
business and the responsibility of the 
Legislature that passed it—the busi¬ 
ness and responsibility too of the 
people who elected-the Legislature. 

t-t-t 

We would have a nice system of 
if every J udgc 


Social Credit Organ Exposes Douglas 
Approval of Licensing Press and 
Banks, Controlling Courts 


PHILCO 


The organ of the Soria 1 Credit so¬ 
ciety “The New Age," >i date August 
19, published in Fleet f(treet, London, 
presents a statement of Major Doug¬ 
las’ attitude towaid press, banks and 
courts in Alberta. It states: “The 
whole body of legislation, blocks chan¬ 
nels of interference by (t) the courts; 
(?) the local banks; (.'!) the local 
press, -and it establishes a triple cir¬ 
cuit of/legal, financial and political au¬ 
tonomy, within the province, irrespei 
tive of so-called constitutional law and 
commercial conventions.” 

“Major Douglas has cabled approval 
of the Alberta Government’s legisla¬ 
tion, together with the recommenda¬ 
tion that they now proceed to regu¬ 
late the press. The main idea ol sucn 
regulation is to prevent newspapers 
publishing distorted news about the 
government’s policy, or expressing 
views in a manner calculated to treaty 
to the nature 


Model C324T Battery Set, priced at .... $34.95 

• Less batteries. Only 2 B batteries required and no C battery • 


Fresh Stock of A, B and C Batteries on hand 


CACH year many thousands of Alberta 
" grain producers patronize Alberta 
Pool Elevators. Sensible, level-headed 
men, these farmers know that it is to 
their interest that Alberta Pool Elevators 
should be the predominant grain hand¬ 
ling system in this province. If you are 
not already a Pool elevator patron think 
over the proposal of being one this year. 


Repairs to All Makes^of Cars and Trucks 

Flat rate prices gladly quoted on all overhaul work 


Phone 111 


Vulcan S 
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Lethbridge Board 
For Joint Action 


a false impression as 
and intention of the policy. 

“The drafting of a measure to do this 
will be a delicate business because it 
constitutes interference with the free¬ 
dom of the • press. Nevertheless :t 
should be feasible' if government de¬ 
sires to protect itself from mischiev¬ 
ous misrepiesentatiun as distinct from 
fair presentation ami criticism. 

“The Alberta government stand in 
their economic aspect as providers ol 


>ry meeting, it is expected that mi 
i'U'.'i" > <1 public opposition will m u l- 
i» which will cemeht the hundreds jf 
ousands of opponents of Aberlniif- 
in who are threatened with loss of 
bety and property if the present 
iscis tendency of the Edmonton gov- 
nnient is allowed to go uneuc -k • I. 


jurisprudence here 
were to interpret a statute according 
to his own view of the divine law of 
God.»He may not know the divine law 
of God, but he is* supposed to know 
a good deal about ,the human law o, 
man. If we appointed clergymen t.. 
the bench it would not help, either, be¬ 
cause each has his own ideas as to di 
\ine laws and if they all tried to inter 
pret man-made laws by the divine law 


‘rade Board Urges Provincial Confc 
eircc to Oppose (government. Issue 
Not Political 


Miller, m the province are openly 
.oiUiiviiig to-bring about a fas’ist re- 
me, A. G. Virtue, K.C., read to the 
meeting an excerpt from the d uly col¬ 
umn by “Mac” in the government 
newspaper organ, warning boards ol 
trade and those they represent tli it 
action l>y force to take from them 
hat they have is to be expected. 

“It isn’t a question of saving the 
inks-," declared Mr. Virtue in ieal- 
n nil’ the <1 scussion. “The banks ran 
ke eure of themselves. I never ex¬ 
uded that 1 would live long mmigir 
n Canada to see a man’s properly and 
Veedom imperilled, especially by the 
i .tion of an elected govcrnnieji'. lint 
1 at time has come, and it i, time for 


of God, Judicial decisions would look 
like a crazy patch-work quilt. No, it’s 
better to have judges interpret the 
laws as they are written. It woul: 
be no advantage to the bank control 
legislation to have its validity tester 
in the way he suggests, for it might 
come before a Judge who, thougn ap 
proving its terms, would decide that it 
takes away powers belonging to the 
federal . government - and therefore 
contravenes the divine laws of God 
which say thou shalt not steal and 
thou shalt not covet. 

t—t—t 

Major Douglas in an inteiview, cen¬ 
sured Mr. King and for about the first 
time in the past year, expressed ap 
proval of Mr. Aberhart's programme 


the rich any more' tnan the poor to 
sacrifice anything as a means of help¬ 
ing to put in Social Credit. So there is 
no reason why the government itsel; 
should allow the newspapers to be 
.lave with the same freedom as to 
methods of influencing opinion as they 
have in the past. In faci those news¬ 
papers insofar as they speak in Albei 
ta to the citizens of Alberta on bchall 
of sectional interests in A 1 lie rl a. 
should voluntarily rally to the sup 
port of the Alberta government. And 
the government can be trusted as no 
government could have been until now, 
not. to abuse the right of regulating 
press comment. 

' | Exposing the ltanks 
-“Take for instance of their Social 
Credit technique, their- proposed ap¬ 
pointment of directors on the boards 
>f chartered banks. If the legislation 
is resisted, reasons for resisting must 
oe forthcoming. Those reasons will lie 
made public and will have to run tin 
gauntlet of examination by Alberta 
ministerialists and by the Social Cred¬ 
it movements of the world. If tiu gov¬ 
ernment nominees join the banks they 


people of Alberta, and ti n 
stitute a menace to the pc 
herta, and should forthv 
their offices." - 

For the first time in the 
Alberta, or of a Hoard of T 
berta, resolution' demanding 
nation of the government 
was passed unanimously a 
attended-general meeting o 
biide Hoard of Trade oil 
last. The resolution above 
to Lieut.-Governor Bowen," 
Aberhart, and is being foiv 
to Premier King at Otta ■ 
Provincial Confer- 
tdution, 
rged tin: 


A companion reso 
mously endorsed, uri 
of trade iq Alberta 
gates to a province'' 
Calgary for the puip .a 
a plan of campaign to 
ace .of fascism antkdicl 
Aberhart government. 


That the Buffalo teacher who 
bought only French was* spoken in 
I'oronto was.no more surprised than 
ve, when we expected to lieai English 
pok' n in a Detroit suburb, and found 
’oli.xli the only language.—Hamilton 
Spectator. 


out the whole year for 
yourself and your f am- ~ 

ijy. Magazines of your own choice 
this newspaper, packed with stories, 1 
|y articles, helpful departments and < 
nil illustrations. Now is your chance. 


of certain persons from the courts 
What he said then was that dividend? 
would be based upon the Cultura 


will gain access to the secrets of the 


EXTRA 

LOW 

RATES 

Jrom* 


Heritage of Citizenship (or was that 


ranks. Some of those secrets the gove¬ 
rnment might regard as suitable foi 
public consumption. Then apart from 
ti e clients of a bank there are tie 
assets of a bank—physical property 
and external investments, and the val¬ 
ue of these assets. The government's 
policy of putting in observertd’rectors 
s the thin edge of the wedge of •lis. 
closure. It sets a precedent ’or 0 < 
“occupation” of the head banks by the 
Dominion government. 

“In the meantime, the occupation oi* 
he chartered banks in Alberta will 
leprive big banking interests of a in- 
hanism of political intrigue. The lo¬ 
cal bank directors, will not be able t; 
ome to any agreement with them tie 
ind the government’s back. 

“No Albeitan citizen can plead 
hardship to himself' as the nt-cePsar- 
consequence of (a) being denied th< 
right to take the government ti 
•ourt; (b) having government nomin 
ees put in his bank; (c) having hi.-- 
newspaper put under certain re¬ 
straints. 

“The powers sought by the govern 
ment are reasonable and logical in thii 
new frame of circumstance. If we an 
right,’ the obvious moral for the dis¬ 
trustful is that they should unite with 
government supporters to force thes. 
rowers on the government (You’ve go' 
to have them whether you want then 
or not.)” 

This is from The New Age. Augir ' 


Mr. Aberhart’s phrasing). At any rau 
the three Acts were not in anybody'! 
mind last session or the session before 

T-t-t 

Many years ago, 
discussed a complaint of deteriorutio: 
in the quality of the sacramental wine 
Two elders were deputed to intjrviev 
He couldn't uti 


ISSIO! 


□ Liberty Mag.(52 Issues) 1 yr. 

□ Judge.1 yr. 

□ Parents’ Magazine- • lyr. 

□ True Story.lyr.' 

□ Screenland.t yr^ 

□ House & Garden • • 6mo. 


□ Opportunity Magazine lyr. 

□ National Home Monthly 1 yr. 

□ Canadian Magazine -1 yr. 

□ News Review Weekly 

(British).3 mo. 

□ Pictorial Review • -1 yr. 

□ Silver Screen - • - y\ yr. 

□ American Boy • - - 1 yr. 

□ Parents’ Magazine - -6 mo. 

□ Can. Horticulture and 
Home Magazine • • • 1 yr. 


ALSO OPERATING 

HOTEL ST. R 

RATES $1 ■nd gl.50 - WEEKLY and 


the dealer about it. 
derstand it, said it was the same kin. 
lie had always sold without previou 
complaint. He went down into the cel 
lar and brought up a quantity wi.icl 
he strongly laced with brandy. They 
tasted, supped, smacked their lips am 
downed it. “What do you think o’ that 
Sandy?’’ asked Dougald. “It’s a 
richt.” was the reply, “anybody whr 
finds faut \vi’ that wine has nae rfcijt 
tae be an elder.” 


'NTHLY RATES 


A SOUND PRACTICE 


This Offer Fully Guar¬ 
anteed—All Renewals 
Will Be Extended. 


Restrictive Taxes 
Cuts Tourist Traffic 


It is a sound practice to deliver your grain 
regularly to your U.G.G. Elevator. Through 
many years’ experience farmers have learned 
that they can count on this farmers’ company 
for satisfactory service in handling their grain. 


TAKE YOUR 
CHOICE! 


OFFER NO. 1 

One magazine from group 1 

AND 

One magazine from group 2 
and this newspaper - 

OFFER NO. 1 

Three magazines from 
group 1 and this newspaper 


Those states which would add re 
rictive tax ami highway barriei 


DELIVER YOUR GRAIN TO 


Elevators at Vulcan, Queenstown and .Milo. 


PROTEST AGAINST VHEKHAKT 
The Civic league of Donalda, num¬ 
bering fifty, has sent the followim 
notest to Premier Aberhart: “Fifty 
loyal Canadian citizens of Donalda, Al¬ 
berta, piotest most seriously again? 
the apparent efforts of your govern 
nent to disrupt Canadian unity; w« 
are first of all' Canadians; Alberta is 
our province, and We protest the re 
■llacement of local self-government by 
imported alleged experts, anil thi 
dining up of strife within our bord- 
>rs by fantastic, and exaggerated 
statements of yourself and support¬ 
ers. We deplore the effect on our na¬ 
tional unity of your present course, 
and we invite an election."—"Donalda 
Civic League.” 


Marconi Radios 

How are you going to spend the long winter even¬ 
ings? Let a Marconi Radio decide the question for you 

Competitive Prices • Supe b tone • Guaranteed Reception 
> Number of Styles and Models to Choose from 


l bUcttti° n * 


ss£S»- 


"Of?**-. 


please s e ’ 
on to 7°^ 


tlieir port iff entry system for ther 
new law. 

While tourist business was increas- 
ni' by. leaps and bounds in neighbor 
ng states, in New Mexico it was down 
almost one third for the first quartet 
of 19.’?7 as compared with the samr 
period last year. 

Husiness men all over the state soon 
aw thedanger, and conclusively dem¬ 
onstrated that the state stood to lose 
*20.200,000, which is one third of its 
tourist revenue, in order to collect 
.f'ifrO.OOO in road tax. This was con¬ 
vincing enough argument to discontin¬ 
ue it. 


Gentlemen 

Braga** 69 ' 


— MAIL THIS COUPON TO — 

The Vulcan Advocate 

VULCAN -:- ALBERTA 


H.W. Johnston’s Garage 

PHONE 20 VULCAN 


The Quebec government has a sur 
plus of almost $4,000,00O, brought 
about by the general restoration of 

confidence. 
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Alberta Talking 

Sask. is Acting 


Fine Production 
In South Alberta 


INTERESTING ITEMS 


Many new cases of infantile paraly¬ 
sis are reported from Toronto. 

As a result of light crops, general 
improvement in employment in west¬ 
ern car shops is delayed. 

Churches of B.C. will be asked to 
provide 200 carloads of canned fruit 
and vegetables to the drought areas of 
Alberta and Saskatchewan. 

The Sino Japanese war has hit B.C. 
exports, and shipments of lumber -tr 
China have been blocked. 


WINDBREAKERS for Fall Wear 


It looks as though, once again, Sas¬ 
katchewan has acted while Alberta 
spent its time in talking. Among oth¬ 
er recommendations made to the gov¬ 
ernment by the Alberta Legislature’s 
special relief committee was one to 
centralize the administration of relief, 
tl-.e province making itself responsible. 
The whole report was laid over for 
consideration at some future date, 

Ti e relief problem in Saskatchewan 
has been intensified by drouth couqi- 
tions. The provincial government de¬ 
cided to act and has done so. Admin¬ 
istration of relief will be controlled 
in all its phases, from cities to unim¬ 
proved districts, by provincial officer?. 
In this way the government believes 
it will be able to keep in direct touch 
with details of administration. •‘Uni¬ 
formity*’ in administration will be the 
object of the new system, according to 
an official statement by the govern¬ 
ment. 

“We feel that the only solution is 
centralized relief,” D. M. Duggan, 
chairman of the Alberta I^egislatuie’s 
relief committee told the house early 
last month when presenting the re- 


Pincher Creek and Surrounding Area 
Holds Banner Place in Provincial 
Prospects 


The ideal garment for all members of the family 


Boys heavy quality 

Doeskin Wind breakers 

Navy, Maroon or Brown, Sizes 8 
to 16 years. 

$1.49 


Men’s Fine All-wool 

Melton Windbreakers 

Full zipper and pleated back. A 
real smart garment. 

$4.95 


Doeskin Windbreakers 

For,men. A good, heavy, close-wov¬ 
en cloth in Navy and Tan. Button 
front. Sizes 36-46. 

$1.95 


Surveys conducted by the Alberta 
Wheat Pool estimate the production 
of wheat in Alberta this year will be 
74,271,330 bushels. The surveys are 
dated at the end of August. « 

Best production in the province is 
estimated in the extreme south-west 
comer, bounded on the north by a line 
from Turin west to the boundary and 
on the east from Turin south to the 
Montana border, and on the west by 
the inter-provincial boundary. It is es¬ 
timated this district will produce 9,- 
818,610 bushels. 

The extreme southeastern portion 
of the province, from Turin south to 
the border and from Turin west 
through Medicine Hat to the Sas¬ 
katchewan boundary, the pool esti¬ 
mates, will produce 3,847,600 bushels. 

Production in the Peace River area 
is expected to be 4,637,650 bushels, 
while the Athabasca area figures is 
given as 156,000 bushels. 

Production in the area north of a 
line east and west from boundary to 
boundary through Olds, is placed at 
38,711,040 bushels. 

The area from ,OJds north to 1’igecn 
Lake through Red Deer, due east to 
Biuce, south to Sullivan Lake, anu 
west again to Olds, is expected to pro¬ 
duce 8,314,110 bushels. 

The area comprising the southern 
portion of the province, south of a tine 
east and west through Olds, will pro¬ 
duce 35,560,290 bushels roughly half 
the total Alberta crop, according to 
the estimate. 


Misses’ and Women's 

Windbreakers 

Fine quality doeskin with pleated 
back and zipper fastened. 14 to 20. 

$2.95 


Leather Jackets 

Windbreakar styles in Pigtex and 
Suede. 


Men’s Zipper Fastener 
Windbreakers 

Same quality as abova. 

$2.95 


GAIN 


-Special- 

Men’s Fawn Satin Moleskin Jack¬ 
ets. Broken size range, reg. $3.50 
value, to clear at 


Boys’ and Girls' Heavy Quality 

All Wool Blanket 

Cloth Windbreakers 
. $3.75 


Men’s Windbeakers 

Pleated back, zipper fastener, fiae 
quality doeskin. Dark Brown, Navy 


T**ipo 

Lethbridge 


Here Everywhere 
With Other Papers 


ADVOCATE CLASSIFIEDS 


.Saskatchewan has not gone so fur 
as the Alberta committee recommend¬ 
ed in regard to methods of financing 
.elief, but it did not need to, for it has 
been paying at least 80 per cent, of 
the total cost of direct relief for some 
years now. But the Saskatchewan 
government, like the Alberta coimrot- 
tee, believes that centralized direction 
is necessary, if uniformity and ellic- 
ency are to be maintained. 

The Saskatchewan government, 
faced with a problem that required 
prompt action, has acted. The Alberta 
government, faced with a very simi¬ 
lar problem, does not act. That is the 
difference between government by 
deeds and government by theory.—Ed¬ 
monton Journal. 


CLASSIFIED ADVERTISING 
RATES 

For ads. not exceeding 5 lines (figure 
6 words to line), charges are: 

50c for first insertion. 

25c for each insertion thereafter 
“Cards of Thanks” and “In Memor- 
iams”—10c per line. Minimum 
charge 50c. 


The Black Diamond Flare reports 
great activity in the south end cf Tur¬ 
ner Valley oilfields and prospects for 
an active season in buildings, schools, 
business pla'ces, residences and gar¬ 
ages. 

T—t—t 

Grasshopper Bait 

By the way men, if any of you are 
shy of bait for catching trout and 
grayling, we can supply you with big, 
juicy grasshoppers highly suitable for 
the purpose. We are overstocked at 
present, and if you don’t want to part 
with cash, we’ll trade you a lot for 
some of your home grown plums or 
gooseberrieg. What do you say, guys ? 
—Brooks Bulletin. • „ 

t-t-t 

I am confident that all newspaper 
editors will go to heaven. No matter 
how eloquently the editor may boost 
for;the development and progress of 
his community, no matter how dili- 
gehtly he may labor to build up his 
home county, no matter how. loyally 
he supports a friend in politics, ex¬ 
tolls the virtues of a' famous native 
son, stretches the truth to praise a lo¬ 
cal prima-donna-to-be, or gently lays 
a metaphorical wreath on the grave 
of a departed, he seldom hears a 
“Thanloyou.” Rarely does anyone say, 
“Well done.” Almost-never does he 
hear, “We appreciate that.” But let 
him make a slip . . '. —W. Earle Dye 
in Rotarian Magazine. 

t-t-t 

A Hairy Future” 

An “Old Girl,” writing to The Oril¬ 
lia Packet and Times, gives the fol¬ 
lowing information and tenders the 
accompanying advice, which should be 
taken by young people: “The other day 
a 12-year-old girl passed me on her 
bicycle. Of course, she wore shorts. 
Her legs were brown as sole leather 
and thickly covered with fine hair. This 
got me to thinking. Nature is always 
at woik. When the human race was in 
its primitive state the whole body was 
covered with hair—till we began to 
wear skins and finally clothing. Nov¬ 
as humans begin to shed their clothes 
nature is covering the exposed parts 
with hair. If our race continues to run 
around in the nude nature may have 
people grow tails to keep the flies off 
thedr backs. My advice, boys and girls, 
pants and 


601 Eleventh Ave. West, Calgary 

We will pay for EGGS— „ - 

Grade ‘A’ Large, per doz.28c 

Grade ‘A’ Medium, per doz.26c 

Grade ‘A,’ Pullets, per doz.21c 


Bennett Behind 
The Federal Veto 


FOR SALE — Jersey Heifer, to freshen 
soon. Also” Beach Range, like new. Ap¬ 
ply W. J. Robson, Phone R1809. 36t3c 


FOR SALE—7-roomed house in Vul¬ 
can, centrally located. Apply A. Fish 
er, Vulcan. 1-c 


Conservative Leader Apprehensive of 
Defiance of Law 


Counter Check Books 

Standard Prices 
Standard Quality 


' Hon. R. B. Bennett speaking in Ed¬ 
monton, announced his attitude of pro¬ 
vincial legislation, condemning at¬ 
tempts to change the constitution by- 
defiance of law. 

“Alberta cannot change* our consti¬ 
tution by stating it is the will of God’,” 
the Dominion leader of the Conserva¬ 
tive party asserted. 

Canada’s courts are “the bulwark of 
our freedom” and attacks upon them 
“are the beginning of an absolutism 
which marks the shattering of nur de¬ 
mocracy,” he stated. 

“Our constitution was created in 
1867,” Mr. Bennett said. “Many chang¬ 
es have taken place. If more should be 
made, how should they be changed? 
N’ot, surely, by mere whim. 

• “We must march fopvard, and if it 
is desirable the provinces should have 
larger powers, there should be a con¬ 
stitutional means of bringing that 
about.” _ 

Alberta has power wilh respeet to 
its own constitution within the statute, 
but the ‘right “to make new provinces 
or terriories” has been reserved sole¬ 
ly to the Dominion government under 
the Statute of Westminster, passed in 
1931, he continued. , 

“During the last few months in Eur¬ 
ope I have seen democracies fall, seen 
efficiency and effectiveness supplan¬ 
ted by inefficiency and ineffectiveness” 
he stated. "Why then should we pre¬ 
serve democracy? Without it you 
could not enjoy the liberty that now is 
yours.” 


CARD OF THANKS 


Mrs. Roy Walker, L.R.S.M, 


I wish to thank Miss Kimmet, Bill 
Brown, Dr. Carson, the hospital staff and 
all my friends for their kindness and help 
during my recent illness. 

— FRED CRAIG 


(Teacher’s Certificate) 

(LTD 

Classes in Piano and Theory Start Sept. 1st 

--- —Phone 105— 


Do Short Men Live 
Longer Than Tall 


Cor. MnKty and Osborne _ 

Western Sales Book 


Five Feet Nine Inches Ideal Male 
Height Says Physical Culture [Expert 


Francis Miles, a physical culture ex¬ 
pert, writing in the London Chronicle, 
says short men live longer than tall 
men. 

“The taller you grow the more of 
your growth goes into legs. Tall men 
have long legs and short bodies. But 
short men have short legs and long 
bodies,” said Mr. Miles. 

“The short man has plenty of room 
in his long body for powerful vital or¬ 
gans. And his short limbs give him 
greater leverage for his muscles.” 

Mr. Miles is enthusiastic. 

The world’s famous strong men— 
Sandowf'Hackenschmidt, Aston, Sal- 
do, Samson, Pullum, Maxick Strpng- 
fort—were all less than five feet nine 


Order Your Next Supply From 


Let us demonstrate for you the wonderful qualities 
of the 1938 

NORTHERN ELECTRIC RADIOS 

Lowest prices consistent with highest qualities 

Frath Stock of Radi* Batteries on hand 

Dunlop Tires and Tubes — Complete Line of Oils and Greases 


inches he explained. 


PHONE 36 


let’s keep on wearing 
skirts.” 

t-t-t 

Terrible Example 

Affairs in the neighbor province of 
Alberta become more muddled as the 
days pass. If there is one point or mor¬ 
al that the situation proclaims, St i* 
the folly of yielding to untried and ir¬ 
responsible leadership A visionary 
with persuasive eloquence, Aberhart 
has led the people of Alberta from er¬ 
ror to error until the crisis of this- 
week that baflles understanding. He 
has pledged his government to the 
hare-brained Social Credit policy, 
which he Is compelled to admit can¬ 
not be made effective, and he lias run 
foul of federal authority by enacting 
legislation that has had to be disallow¬ 
ed. Now, the province bankrupt and 
socially demoralized, he is quite ap¬ 
parently seeking a safe exit for him¬ 
self, leaving the wreck to be repaired 
as best it qan. What Aberhart has 
Hone in Alberta this year may be done 
next year in Saskatchewan if the peo¬ 
ple are not always on the alert to dis¬ 
cern political quackery.—Estevan 
Mercury. 

t-t-t 

Alberta Hitlerism 

There are some unthinking people 
who may get some pleasure out of the 
fact that the government of Alberta 
is planning to take away from bank- 

This AdvertiaemennTNot Inserted by the Alberta Liquor Control Board or by the Government of the Province | er * arHl bank employees the civil F. supporters. People’s Weekly. 


Stock and Service in every branch 
of the business. Heating and Furn 
ace installations. Pump work and 
water supply equipment. 


GAS & OIL PRODUCTS 

IE 56 Operated By VUi 

J. N. Johnston 


Phone 58 


VULCAN 


ALBERTA 


BEER 


rights which all other people enjoy, 
and also to make it impossible for any¬ 
one to challenge in the court any legis¬ 
lation the government may pass. The 
bankers in Alberta have taken the 
place which the Jews occupy in Ger¬ 
many—the object of a propagandized 
hatred. Rut legislation to curtail civil 
rights which presumably is aimed at 
bankers can be-used with equal effec¬ 
tiveness against any other class. Any 
infringement on the right of a citizen 
to take his case to the courts, is a dang¬ 
erous and harmful precedent for\ a 
government to establish. If the gov¬ 
ernment can deny a banker the right 
to defend his, action in the courts, or 
without trial take away a bank em¬ 
ployee’s right to work, another gov¬ 
ernment, or maybe this one, could do 
other things to trade unionists or C.C. 


FRIDAY and SATURDAY 
September 10th and 11th 


THE FINEST IN THE WEST 


Evepiag Shows Start at 8:30 Friday 
and 7:30 and 9:30 Saturday 
Matinee Saturday at 2:30 p.m. 


Of all the brands in Western Canada, none can surpass 
the excellence of these famous Alberta Beers. Pains¬ 
taking care in brewing and the careful blending of 
choice barley malt, hops and yeast serve to distinguish 
Alberta’s five brands irom all others. 

By the case at Govt. Vendor Stores. 

Served in bottles or on draught at 
all licensed hotels and clubs. 


Shirley Temple 

— IK- 

“ Stowaway ” 

Special Added Attractions 










